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Customer ID: 29409 

WHITE OAK STABLES AND KENN 

ELS 

Certificate: - 


829 SHOTGUN HOLLOW RD 
CLEVELAND, VA 24225 


Site: 001 

WHITE OAK STABLES AND 

Inspection 

Type: PRELICENSE INSPECTION #1 
Date: JAN-13-2005 


No non-compliances noted during this inspection. 

Applicant is ready to be licensed as a Class "A" breeder. 

A check in the amount of $225 was received for licensing fees. 

Records Reviewed: 1) Program of Veterinary Care 

2) Exercise plan 

3) Medical Records 

Note: Record keeping requirements were explained during this Inspection. Recommend applicant request a variance from 
the Animal Care Regional Office in Raleigh, NC, for the use of the APHIS form 7006 as the VA, Dept of Ag. Health Record 
required to be maintained contains all required information. 
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